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CHICAGO BOTANIC GARDEN 


Directions for Group Visits 


The Chicago Botanic Garden is easy to find and easy to reach, approximately 
20 miles north of Chicago. 


The Garden is located at 1000 Lake Cook Road in Glencoe, Illinois. 
For maps and driving directions we recommend mapquest.com. 


Getting to the Garden 


From Chicago 

Follow the Kennedy Expressway (I-90/94) west to Edens Expressway (l-94) 
and U.S. Route 41. Exit at Lake Cook Road and travel 1/2 mile east 

to the Garden. 


From the north 
Head south on U.S. Route 41 or |-294. Exit at Lake Cook Road and 
travel east to the Garden. 


From the west 
From l-90, take I-294 toward Wisconsin. Exit at Lake Cook Road and 
travel east four miles to the Garden. 


From the south 
Take |-294 north, exit at Lake Cook Road and travel east four miles to 
the Garden. 
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Take I-90 or |-80/94 to I-94 northbound through Chicago, and then 
follow the directions from the city (see above). -a ma 
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